APPENDIX A

DEFINITIONS OF DOCKET 50 CATEGORIES

12.    Owner's group meeting announcements and re-
ports.

13.    Quality assurance information.

14.    Environmental matters (technical).

15.    Seismic qualification review team (SQRT) reports
and related correspondence.

16.    Emergency core cooling system documents.

17. Radioactive waste information excluding onsite
storage of low-level waste, filed in Category X, and
independent spent fuel installations of high-level
waste, filed in Category Y.

18.   Correspondence regarding expansion of spent fuel
storage pool.

19.    Startup test reports.

20.    Correspondence and documentation on generic
technical matters highlighted by an event at an-
other facility which may affect the subject facility;
not covered by an IE Bulletin.

21.    SERs on specific generic issues.

22.    Proposed equipment failure/instructions.

23.    Inservice testing (not inspections).

24.    Reports of site visits.

25.    Application to voluntarily surrender license, dis-
mantle, and dispose of component parts.

26.    Changes in NRC's internal organizational struc-
ture.

Q. INSPECTION REPORTS; OFFICE OF INSPECTION AND ENFORCEMENT

RESPONSE TO BULLETINS, CIRCULARS AND INFORMATION NOTICES, CIVIL

PENALTIES, AND RELATED CORRESPONDENCE

1.     Inspection reports.

2. Responses to IE Bulletins (formerly called Regula-
tory Operations (RO) Bulletins), Circulars (not
published since 1981) and Information Notices.

3.     Responses by applicant to IE correspondence.

4.    Applicant's determination of proprietary nature of
Inspection Reports.

5.     Letters concerning areas of noncompliance.

6.    Pre-service and in-service inspections and proce-
dures.

7.      Correspondence and orders relating to imposition
and payment of civil penalties, including Notifica-
tion of Significant Enforcement Actions (ENs).

8.     Any correspondence relating to inspection and en-
forcements that does not specifically relate to inci-
dents or events as defined in Category S.

9.     Health physics inspections/appraisals.

10.    Emergency preparedness inspections/appraisals.

11.    Inspections and related correspondence from the
International Atomic Energy Agency.

12.    Systematic Assessment of Licensee Performance
(SALP).
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